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IIS CHAFKER IX MEMO NO. 13 

WE 28 February 19^3 

-i Saviaion) 


-;T^?” 0 HAEDUM FOB: SIS Chapter IX Contributors 
B V (. ? .?- 3 SSJ!£!: Large, medium, and small scales 


i,. She-'IIS Committee on 17 December 1957 approved a proposed that 
the teres large* medium, and small sca3.es be defined for HIS purpose; 

ad follows: 

large scale — 1:75*900 and larger 

F;-3d‘uJBB scale — larger' than 1:600,000 but smaller then 

.1: >000 

snail scale — i:600-.000 and smaller 

2 . -, Since 18 April 1955 (CBsapter IX Memo No. 13 ) , the definition of 
these terms for Chapter IX purposes has been as follows: 

large scale — 1: 10C*, 000 and larger 

medium scale — between 1:100,000 and 1:1*000,000 

email scale — 1:1,000,000 and smaller 

3. -. So insure that the new definitions will be uniformly appliel 
trithin a given Chapter IX and Section 19, it has been agreed that they 
ihould be put into effect vrith the Chapter IX for HIS 102 and the 
Section 19 of HIS 4-5, and be used in all Chapters IX and Sections 19 
thereafter. Studies that appear earlier on the schedule are at varicus 
stages c-i cesapletionj for these studies the earlier definitions will 
he used. 
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